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Message Text 



UNCLASSIFIED 

PAGE 01 RANGOO 01167 060552Z 
16 

ACTION ST-01 

INFO OCT-01 MED-03 ISO-OO PASS-00 /005 W 

043928 

R 060447Z MAY 74 
FM AMEMBASSY RANGOON 
TO SECSTATE WASHDC 7944 

UNCLAS RANGOON 1 167 

DEPT PASS: PUBLIC HEALTH SERVICE PERRY POINT, MD. 21902 

E.O. 11652: N/A 

TFAU: ASUP, BM 

SUBJECT: MEDICAL SUPPLIES 



PLEASE SHIP VIA AIR FREIGHT/REFRIGERATED FOLLOWING MEDICAL 
SUPPLIES WITH LONGEST EXPIRATION DATE: 

1. 18 BT. CHOLERA VACCINE, USP 

2. 12 PG. RABIES VACCINE, DUCK EMBRYO (7 DOSES) 

3. 12 BT. TETANUS TOXOID ABSORBED, USP 

EVURM 5 EA. MEASLES, MUMPS, AND RUBELLIA VIRUS VACCINE, LIVE 
(SINGLE DOSE) 

5. 6 BT. DIPHTHERIA AND TETANUS TOXOID AND PERTUSSIS VACCINE. 
ABSORBED, USP 

6. 6 PG SMALLPOX VACCINE, FREEZE DRIED (25 DOSES) 

7. 8 PG. POLIOVIRUS VACCINE, LIVE, ORAL TRIVALENT (5 X 1 DOSE) 

8. 5 BT. TYPHOID VACCINE, USP 

9. 10 BT. TETANUS-DIPHTHERIA (FOR ADULT) 

10. 5 BT. ANTI-RABIES SERUM (1000 UNIT) 

UNCLASSIFIED 

UNCLASSIFIED 
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1 1 . 3 BT. TETANUS ANTI-TOXIN (HUMAN SERUM) 

(GLOBULIN, TETANUS IMMUNE - 250 UNITS) 

AMOUNT: US$300.00. OBLIGATION: 1940113-5331-402272-333101-2640 

SHIPPING MARK: AMERICAN EMBASSY 
ATTN: GSO (402272) 

RANGOON, BURMA. 

OSBORN 

NOTE BY OC/T: PASSED PHS PERRY POINT. 

UNCLASSIFIED 
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Disposition Remarks: 

Document Number: 1974RANGOO01167 

Document Source: CORE 
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Executive Order: N/A 

Errors: N/A 

Film Number: D7401 08-061 7 
From: RANGOON 
Handling Restrictions: n/a 
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ISecure: 1 
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Original Handling Restrictions: n/a 
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